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New Delhi, the 10th June, 2010 

S.0.1417(E).—In exercise of the powers conferred 
by Sub-section (1) of Section 3 of the Dock Workers 
(Safety, Health and Welfare) Act, 1986 and in partial 
modification of the notification of the Ministry of Labour 
and Employment No. S.O. 884(E), dated 26th September, 
2000, the Central Government hereby appoints Shri 
G.M.E.K. Raj, Deputy Director General and Head of 
Department, Directorate General Factory Advice Service 
& Labour Institutes (DGFASLl), Mumbai to be the Chief 
Inspector of Dock Safety for all major ports for the purposes 
of the said Act. 
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